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derived from 20-year records of Neshaminy, Perkiomen, and Tohiokon Creeks, near Philadelphia.
Information indicatmg the relative frequency of floods of various magnitudes on 23 American rivers are given by E. C Murphy in Water Supply and Irrigation Paper 162 of the U S Geological Survey. The most significant information, compiled from his records, is given in Table 105.
In the article previously referred to, Matthes1 gives the records of floods which caused serious damages on several small streams, which are summarized in Table 106.
The Department of Public Works of the State of California, in Appendix A of its report for 1923, printed a series of curves showing the magnitude and occurrence of flood discharges of the rivers of that state, extended to indicate the probable frequency in very long terms of years.
C. H Pierce2 has brought together the most important data relating to floods on New England Streams for which continuous records have been kept; but most of these relate to comparatively large streams.
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